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. Construction 


The configuration of the engine control system is as shown in the following chart. 


VG 
MASS AIR FLOW METER 
THA 
INTAKE AIR TEMP. SENSOR 
CRANKSHAFT POSITION NE+ 
SENSOR 
ENGINE COOLANT THW 
TEMP. SENSOR 
ACCELERATOR PEDAL VPA 
POSITION SENSOR VPA? 
THROTTLE POSITION VTAI 
SENSOR VTA2 
KNKI1 
KNOCK SENSORS 
KNK2 
VVI+ 
INTAKE VVT SENSORS 
VV2- 
EV1+ 
EXHAUST VVT SENSORS 
EV2+ 
STP 
STOP LIGHT SWITCH 
COMBINATION METER SPD 


@ Vehicle Speed Signal 


ECM 


#10 : 
NJECTOR 
NJECTOR 
#30 z 
NJECTOR 
#40 : 
NJECTOR 
NJECTOR 
#60 - 
NJECTOR 
IGT1~ 
IGT6 
el IGNITION COIL 
with IGNITER 
IGFI 
SPARK PLUGS 
M+ THROTTLE CONTROL 


MOTOR 


VVT-i (INTAKE SIDE) 


OC1+ CAMSHAFT TIMING OIL 
CONTROL VALVE RH 


OC2+ CAMSHAFT TIMING OIL 
CONTROL VALVE LH 


VVT-i (EXHAUST SIDE) 


OEI+ CAMSHAFT TIMING OIL 
CONTROL VALVE RH 


OE2- CAMSHAFT TIMING OIL 
CONTROL VALVE LH 


ACIS 


ACIS ACTUATOR 
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IG2 RELAY 1o3Ne AIR INTAKE CONTROL SYSTEM 
AICV 
MAIN BODY ECU 
ENGINE SWITCH re 


RFC 


PARK/ NEUTRAL NSW COOLING FAN ECU 
POSITION SWITCH _PRN.D a es 


FAN MOTOR No.1, No.2 


ees STARTER CONTROL 
SFTU 
———— 
ACC RELAY 
eer ECM __ | STAR STRATER CUT RELAY 
(Bank 1, Sensor 1) Y 
A2A 
(Bank 2, Sensor 1) > . sete errr . 
Se 
STA 
STRATER RELAY 
HEATED OXYGEN SENSOR Pihcomkor 
OX1B 
(Bank 1, Sensor 2) HAIA REO 
(Bank 2, Sensor 2) HEATE 


HEATER (Bank 2, Sens 


AIR FU 


MREL AIR FUEL RATIO SENSOR 


HEATER RELAY 


EFI MAIN RELAY 


OXYGEN SENSOR 
HEATER CONTROL 


POWER STEERING OIL PSW 
PRESSURE SWITCH HT1B HEATED OXYGEN 
SENSOR HEATER 
(Bank 1, Sensor 2) 
HT2B HEATED OXYGEN 
IMI SENSOR HEATER 


ID CODE BOX IMO (Bani er Sentone) 


PUMP MODULE 


PPMP 
PRESSURE SENSOR 
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EFI MAIN RELAY 


BATTERY 
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a8 EVAPORATIVE EMISSION 
CONTROL 


PUMP MODULE 


MPMP 
eae VACUUM PUMP 
VPMP 


CANISTER 


aa VENTVALVE 
ECM [ERS EVAP VALVE 


TC 


DATA LINK CONNECTOR3 COMBINATION METER 


ACTIVE CONTROL 
ENGINE MOUNT ECU 


AIRBAG SENSOR 
ASSEMBLY 


SKID CONTROL ECU 


CANH Ww 


CAN+ 
ECT ECU 
CAN- 


CAN (CAN No.1 Bus) Local CAN 


AIR CONDITIONING ECU 


METER ECU 


CAN GATEWAY ECU 


DISTANCE CONTROL ECU 


CAN (CAN No.2 Bus) 
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